™hy there were the telephone calls from the Naval Hospital to 
Dallas^ 

a11 ’ Wh l th ® P llot °8raptis and X-rays and the speotro 

t^the Re«nr? V™ n ° fc ? nl7 not in tfie twenty-six volumes appended 
to the Report, but are, not even exhibits ln the Commission. s record* 
Are these really questions? * — ■ ■ 

assassins^are? f * 0t ’ n ° W ^ baS *° *l uestion other than who the 
nation^ 1633 tha ° the most odi ™ s ev ^ in our 



Excerpts from the FBI report 

I. THE ASSASSINATION 

President John Fitzgerald Kennedy was assassinated in Dallas, 

Texas, at approximately 13:29 p.m. (CST) on November 22, 1963. 

At the time , the President was en route from Love Field to the 
Trade Mart in Dallas to address a luncheon sponsored by 'Several 
civto groups. Among those in thej^torcade with the President were. 



Street (Exhibit 1), three shots rang out. Two bullets struck 
President Kennedy, and one wounded Governor Connally. The 
President, who slumped forward in the car, was rushed to Parkland 



Immediately after President Kennedy and Governor .Connally 
were admitted to Parkland Memorial Hospital, a bullet was found on 
one of the stretchers. Medical examination of the President's body 
revealed that one of the bullets had entered just below his shoulder 
to the right of the spinal column at an angle of 45 to 60 degrees downward, 
that there was no point of exit, and that the bullet was not in the body. 

An examination of this bullet by the FBI Laboratory determined that 
it had been fired from the rifle owned by Oswald. (Exhibit 23) 
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APPENDIX 





These are the "artist's 
representation of the 
President's wounds. Com- 
pere them with the sutopsy 
chart on the opposite page, 
which clearly shows that 
the rear wound was in the 
back, jicit the neck. The 
report also locates 
this wound in the back 
{see page 195) and gives 
not this flat angle but 
one of 45 to 60 degrees. 



Commission Exhibit 886 




Commission Exhibit 387— Continued 
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Commission Exhibit '887 — Continued 



Editing of the President’s "autopsy" (Exhibit 397) showing 
substantive changes and Doctor Humes’ acknowledgment that 
Doctor Perry &t& report the front neck wound was one of 
entrance . 
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E&th-flX 



TQ.Ieetllfl 



proieetllfl 
(Along 5th rib) 



«*w1»*1ob Exhibit Ho. 680 



DIAGRAM 



Commission 



Exhibit 
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Commission Exhibit 689 



The Secret Service, not the doctors, made these "medical” 
charts which were wrong and corrected by the doctors 
during their testimony, not in the hospital. 

See page 177. 
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View of oncoming motorcade from the sixth- floor window. 
These pictures, taken by the Secret Service (Exhibit S7 
dispute J. Edgar Hoover's testimony about obstruction c 
the alleged assassin* s view. See page 51. 






The famous Alt gens picture used in the Report and as 
various exhibits. Above is a fuller version obtained 
from the Associated Press. The cropped version is from 
page 113 of the Report. Note how much the Co mmis sion cut 
out and the vital intelligence it contains . “fiisTussion of 
these photographs begins on page 48. 









